BILL NO. S-70-12- 


SPECIAL ORDINANCE NO. S- 


AN. ORDINANCE approving a contract with FRENCH 
CONSTRUCTION , INC. for the construction of the 
Industrial Road Feeder Main, Contract No. 7009. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That Water Contract No. 7009 dated December 9 
1970, between FRANCE CONSTRUCTION, INC., as Contractor, and the 
FORT WAYNE WATER UTILITY, by and through the Mayor and Board of 
Public Works, as Owner, for the construction of the Industrial 
Road Feeder Main for a total cost of $29,039.05, of which the 
Water Utilities share shall be $13,571.73 and the customer's 
participation shall be $15,467.32, all as more particularly set 
forth in said Contract No. 7009 which is on file in the office 
of the Board of Public Works and is by reference incorporated 
herein and made a part hereof, is hereby in all things ratified, 
confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 



Councilman 



Read the first time in full and on motion by 


-£t_ 


seconded by 








and duly adopted , read the second time by title and referred 


to the (Committee on) 




1 


)-„XandvEublic Hearing to be held after due legal notice, 
_at_-the Council-Chambers-,- City Hal 1 , Fopt Wayne, Indiana, on 


__the- 


day - of - 


-±96- 


atr 


CLclock 


-PUL,-— EtStTT — 

Date: / /<f7o 



City Clerk 

-/3, .i 


Read the third time in full and on motion by 

seconded by .. /t,.-.-.',- j2Jj and duly adopted, placed on its passage. 

Passed (Jfc&ST) by the following vote: 

AYES 7’ , NAYS 

Adams 

Dunifon 
Fay 
Geake 
Nuckols 


ABSTAINED 


ABSENT %*** to -wit: 


Robinson 

Rousseau 

Steigerwald_ 
Tipton 




Date ) *i- - 






City Clerk 





on 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as ^ 

; ^ r - m op -\(-npn^r-^-tX( - A n npyat-i -n n ) ( Special ) ( Ap propriati on) Ordinance (Re-seTutio n ) No-. y-^/ ^ '7 & 

o 

$ ay of , Ay,,.* •<■"•••<:- 

& £ M ,c l . . „ 




: , v ? (SEAL) 






1 


of 




Presiding Officer 
j, the Mayor of the City of Fort Wayne, Indiana, on the 3 o 
, 196 ' lb at the hour of S') 3 a 


day 





o'clock ,Ej^.T, 



City Clerk 


Approved and signed by me this day of 

o' •? -? 

3 ' <3 a 




\U<3'n 


19 # 2. 


at the hour of 3 133 o'clock M. ,E.S .T. 




Mayor 


a 


Bill No, S-70-12-04 

REPORT OF THE COMMITTER ON CITY UTILITIES 

We 5 your Committee on City Utilities _____ to whom was referred an Ordinance 

approving a contract with FRENCH CONSTRUCTION, INC, for the construction of the 
Industrial Road Feeder Main, Contract No« 7009? 


have had said Ordinance under consideration and beg leave to report back to the Common ' 

7 


Council that said Ordinance 


dfer. 


PASS, 


WILLIAM K. GEAKE, Chairman 


JACK K. DUNIFON, Vice-Chairman 


CELIA ANN FAY 


JOHN NUCKOLS 


EDWIN J. ROUSSEAU 



CONCURRED IN 

,nfrr g / F UAD G. BONAHOOM, CITY CLERK 


